THE  MONUMENTAL  ENTRANCE  GATE 
The  New  Holy  Land 
Eureka  Springs,  Arkansas 

Five  stories  high,  with  no  stone  weighing  less  than 
a  ton,  this  magnificent  entrance  wall  marks  com- 
pletion of  the  first  step  toward  this  ambitious 
project. 

Fearful  that  the  elements  and  constant  turmoil 
in  the  Middle  East  would  soon  obliterate  the 
sacred  shrines  where  Jesus  lived  and  taught,  the 
Foundation  conceived  the  idea  of  reproducing 
these  Holy  places,  life  size,  near  their  other 
Sacred  Projects. 
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